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Indian Standard 

OPTICS AND OPTICAL INSTRUMENTS - 

MICROSCOPES - CONNECTING DIMENSIONS 

OF TUBE SLIDES AND TUBE SLOTS 

NATIONAL FOREWORD 

This Indian Standard, which is identical with ISO 8040 : 1986 'Optics and optical instruments — 
Microscopes — Connecting dimensions of tube slides and tube slots', issued by the International 
Organization for Standardization (ISO), was adopted by the Bureau of Indian Standards on the 
recommendation of the Optical and Mathematical Instruments Sectional Committee ( LMD 20 ) and 
approval of the Light Mechanical Engineering Division Council. 

The text of the ISO Standard has been approved as suitable for publication as an Indian Standard 
without deviation. Some terminology and certain conventions are, however, not identical with 
those used in Indian Standards. Attention is particularly drawn to the following: 

a) Wherever the words 'International Standard' appear, they should be read as Indian 
Standard'. 

b) Comma ( , ) has been used as a decimal marker while in Indian Standards the current 
practice is to use a point ( . ) as the decimal marker. 
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Introduction 

It is a common practice to use many auxiliary devices, for 
example radiation filters, polarizers, compensators, auxiliary 
preparations, in order to produce different effects. 

The dimensions of tube slides and tube slots are laid down in 
this International Standard so that auxiliary devices can 
become interchangeable, thus opening up the possibility of 
using auxiliary devices designed for microscopes from other 
manufacturers. 



2 Dimensions 

The dimensions shall be as shown in figures 1 and 2. 

2.1 Tube slides 

Contact springs shall be attached on the side as shown in figure 1 
if the slide is equipped with optical elements requiring accurate 
positioning. 

The springs shall be capable of being compressed within the 
confines of the slide. 



1 Scope and field of application 

This international Standard lays down the dimensions needed 
for the interchange of auxiliary optics and compensators on 
products made by all manufacturers. 



2.2 Tube slots 

Contact springs shall be attached at the top. The springs shall 
be capable of being compressed beyond the confines of the slot. 

The orientation of the tube slots will be dealt with in a future 
International Standard. 



Dimensions in millimetres 



26 



max. 



<N4 



6° 



0,08 



1.5 



max. 



s 
en 



40Tnin. 



23,6^o,i 





--0,1 A 








Contact springs 



Figure 1 
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Dimensions in millimetres 
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Figure 2 



Bureau of Indian Standards 

BIS is a statutory institution established under the bureau of Indian Standard Act, 1986 to promote 
harmonious development of the activities of standardization, marking and quality certification of goods 
and attending to connected matters in the country. 

Copyright 

BIS has the copyright of all its publications. No part of these publications may be reproduced in 
any from without the prior permission in writing of BIS. This does not preclude the free use, in the 
course of implementing the standard, of necessary details, such as symbols and sizes, type of grade 
designations. Enquiries relating to copyright be addressed to the Director (Publications), BIS. 

Revision of Indian Standards 

Indian Standards are reviewed periodically and revised, when necessary and amendments, if any, are 
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